At Fort Malden in Amherstburg, Ontario, Canada, the 
men's brick barrack in foreground, built in 1819 
and housed ninety-six soldiers. Hough house in back- 
ground built in 1859, presently used as Administrative 
Centre. The original of this fort was closely associ- 
ated with the rise and development of Michigan. 
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